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•rh0BudSnr\y3rKiectr3.c Eijooi.t iiTs <• 

oherkasslc (4' '‘2U 'K/4C-- -36 ' ii) on the i .■ : .J 
(47O46’K/40 o 12-JE)„ Tho plant had a zc,.j 
spur tr,ick..''oics'nc’iCd into three track'Y v 
tr^ick had an electric cvcrhead line .'me 
locomotives produced, in the plants 
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-■ i 11 ... ■“ .....i U11.7 iTar. ninety os.rcotrb 

ox tae a.nstalla'cicns Tiffijr’i! cisRaatled areJ -'ii./s.cuatcd tc. 'the ih-als . 'IT,i .2 ila.a.t 
hat:^been under reconstruction fjinca 191 x 5 ■■ ’'"of.'t oi the eauipi''.snf, vra.s reolaccid 
05 - axsioantled Germn s-quinmant f'roa 'the A3G Slsctric l.ccomDtive Plant i'-j 
Bwliri-Hennigsdorf (N 5.3/'3 76)j by some triachines Gror; the Gorsip Plant . atKi 
ne Pittler Plans, in Lcipsip; 52 /k 69), anc I’y a fetv Japsnose, AEaricaii, 
anci ooviet machines. Tho e.K:T)aii.sion and reconstruction of the -'-■■'ant 
was not corple-ted by late 191x9. Part of the r-echan'ical eqnimW t me a-o 
stored In the pliant area X K ^ * x.. ... - ■t.i 

x'S’-’x snatori-al sh'j.prnnts conslstsd of red ^rori ore r'r!''n rrivo ” '’o - 

f)i7o<i,iryaaoo-i IV' „r -ti ^ 0., .. i. 


O-T vvcx.ch allawedLy 1^750 'tons ivore ahinred, in iGlf''-, xcraTJx 


!T-.-.vv,-E..r :oico!r.lri!; nliipr.errte 


(47054 ‘ K/33‘’21 ' S, , 

copper sheets;, copper viliaj and coal fi-on Uxe 'uickhty area. ■ l if 
m component parts induced electi-ic motors .rrom the Gyixano flx^ixit in ' 
electric oquipxrcint and Miscellaneous accossortes f'^'or 'the Klecii-'' i’ m'." 1 
Plants in Kharkov (50tX)0’K/3Soi5fE) ar4 Icninprad f55o55*ij730Pl' ' \ V'li-e 

the spring of 1949, Rost of -taifa elocbric motors for' loixo-noti v./ o rjt’> ct' or 
nave been produced in the plant it.self,j 


Electric nnwoi- 


all^gsdly supplied by 'the powar plant neai' Sha'iditr | | 

J it came frem Ro-sW/ (47'>15»1!/3905^3 'B) -ohrousyi'' 


, ^ ^ 1 -^ - - Xif U J -Vli.iUU^dt 

owiGG uransx ornBr soabiori consislilrig oi" six opoii'-'Slr 't.ran.xCor’i.is.rSc 11) 
iottcct station T?a5> locatsxd in the northearrtern part of tba pliant ^ In t 
BUrimer of 1949, the Trail:.- surround liif; the n-ere extended to eiiclf. 

transf orjTier station o In ^ the poiier irequirerients of tlie plant T;ej.,T 
iy h^OOO kvifo Vov^er interniptions were frecnientc The constructl o.f r 
ormecl auxiliary p,^r station was scheduled and a KT ax'cliitect was t:.ii 
to draw up the building piano TlD\7over, construction had n-ot sta.rtod li 
\9W^ riiere v/as an adcitlonal po^ver unit i'or direct curi'ent in -the cti- 
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err ^ ^ — - 


used to f?ur>piy the electroplating^ inetellntioi 


The plant repaired electric locomotivei? imtii . earl;/ I9aT and L.hen started 
to produce elec tr5.c locoiriotiveso The nonthly production consisted of one 
locpnotive in Parch l?hlf four loconotives in late and fror- to 

eipht locor.otives in Iphc » In fror- • to ll li.eorrjiivern ciGur; p^ixducod 

rionthly^ loCo 32 locorcoth^es iron January to April., 35 locojcotivos fion Par 
to Aupust;, 55 locomotives frorii r;epto^l)er to Ilsceribcr^ rrakinp a total cf 
122 locomotives procuced durin/" the Iho. icon trip output i-zas scheduled 

to be increased to 20 loconotives in .19?0c Af ter the cnicpietina of tl-e 
recnnstructim and expansic-n noik and after Inntailinp ail necessary 
nochanical equlpnent ythe production rate v;as scheduled to be increased to 
one loccrotive daily'by et\rly 1951^ In 19U9^ U*.e plant produaed only the 
^ 22^ typo freifpit tx‘ain electric loeonotlvo ivltri the fcliorinp speclficationsi 
■’•59 tens, lorpth n'boiit 16 metors^ 6 axles, 6 rotors ^vith^^nrl^inr 

500 kw. eqgp, toUilinr 2J*0n ^'he 


TTCl.^dlt 13 , 

voltara of 1,500, and ‘an output o 
naxirnun speed rran al:out 70 kiAi 
locoiT'otives 7;erci sliipped to tne 


I the electric 

V auc a su s , Pose oi-h aiu< ''■ tal ins 


KuznRtsh (5;3''li7nVP.7olO’fi). !;oi7 loc.:.notive-F. APitli'enediPccntinaoM.. 

ly developed in the techrPeal deslpniny office, but the plans rein not 
carjd.Gd outo Only some - ::i. nor InprevarentG rcro rndo fa the noeat'; uct^ on 
the VL 22, ■ '' 
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the 


pxcuie naa aoou'o 9,ui;u employees In P>ejy-t<enber lfh9o Thlrty-rive to fort;/ 
percent of the employees were Yiomn^ Tu addiliDri, liBO FAs worked in this 
plant, with about 200 of them worklnp in the prcductlcn departnerto V'erk 
was done in three shifts in the most liriportaut prcxluction -deT>artrents.» cvvyit 
2,000 er^lc^rees-woiiied in the mr^t.fro: 3 to k pcTc^, about 2,000 worked 

in the^shift from U pon^ to mlclnipht, find about jL,000 worked in the shift 
from [Ridnipht to B inore v?erc also about 1,000 ccnstructlon v/Dr'ker 3 

vmrkint^ In tv;o shifts on the reconstruction cf tlie plant*, ]'ost Pis ^?era 
discharged from the plant prior to late then the AfG Plant in Pe’^hin-^ 

Henniesdorf was dismantled, Pie department cliief for field auxilrcada (ale u 
graduate engineer Dr* Kreuter (fwi). v/as sent to the UP 


err>lcyod in a lead! nr- nos 


-txere he Y?as 


tj.on In the Novocherkassk Locomotive 

Jlreater was dismissed in 1951 uiid is now emplcvpjd 

at the LSh (Locomotive 'Hoc tried ^nrlncerinp. Plants) in Dei-linmennigafciorf c 

Ine plant area was surrounded by a 2 »>»ir.oto.r hbi' wali. roinforced ritli barbed 
wire, and v/ith four or five witchmowers *, ‘fao ]?].an.t was guarf^eu bv :Cls.nt 
ni.ultia a;rrned with carbinevSt^ ''''uar<l 53 -vroro always nn cb ity at tlie -oiant e itriince 
am! at tlie fuel dunpr, In Ifkf, the plant militia vras | t^einr: trained in the 

use of tlie 76 -m the AT pur, and tlie 32 «inr 5 mortar, outside y-ie 

pl.ant area,. 


Conr!0nt^ Per layout sketch of the riant, see Ar>PRv.. 
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Lerend : 

Foundry^ a brlck baildi.ng^ divided into sevorni lonrltudlnal seciirris^ 

a« Fonfermus^^netal fourdry and rnolcine shop for pnrtr , eqi,iio:y:-d 

T;ith 1 foundiy fiUTiace .for non-Cerrcus netala ivith a car.acity "of ' 
about 300 and 1 aluniaun furnace v'ith a capacity of abont 130 cr-^ 
T>iis foundry* .ca?;t besrlnq boxe??, bov/ trolleys (:^trolnbuey 0 l)j, " 

a?id aluminum parts, There was also a castirvr cleanlar shrp^ 

royinr shop for l.-r£e castings., equlpy cd with Garran soldlnr imes 
v;ith a roller bed (Rollganc) ^ 


c 


dc 

er- 


Fmindi-y dopartr^ent for lar^o c^ati^£:^y, equipped 5 Flenenu electric 

iiirnaces mAh a capacity of al'^cut 3 tons eac!i^ and 2 crane instaria-' 
tlons v.ith a capacity o.t about 3 tons eachc. This founclry cast nrvinyr 
casin|;^Sj parts o.j. locomotive uncercarrlapesj locornotive ■’/•heels au(' 
niscellane DUS conpcne.it narts,, 

Fxtensinn buildinpo It v’aa inrt equipped :in 19];9^ 

Sand preparing install, at ion anci scrar- dunj)^ 

2o HoUea nouse^ It p’as dostrcyeri diir/.r-p •tl/e v/ar and resujied operation iu 
autumn . xhere tiree c oal^ I Ired boiler Inst/iLlatlons . It ^lad 

3 smokestacks^ about pO netors ?npli„ ■ . 

3o Compressor station cino pu.mpj.ti/; insi.allatinn ^ equiprod v.ith 2 MiG con-^'ressrrs 
to supiply compressed air for -ilte plantc The' Trater piir^/installef^^ 
used to pump drinking v/ater from lilovocherkassk to the rlarit,, V/atcu" 
for other purposes in tie plant was also pumped throng a feed nlpo fxcm 
tne river n In the eastern pari of iJie bull.dinq i^as an electr^nnlat^np 
oepartment, equipped v;tUi a D.C.. poiver uhit^ ' ‘ ^ 

ao 'later tov/ero 

iu Fitting shop and pdumlrLi^^ sbopo 

!'>. Pptprn-naklng shop, eqaijjped with various woodworking cachincjs,, I'his 
shop produced patterns for the foundry and woodwork for locoaotive 
construction, 

6a Mew build ijig, allegedly the deparfeent for production of electric rotorw 
and equipent fr)r_lr«Drr3t;..v8 construction. It vras divided into ten^ 
longitudinal sections^ The CDr-structlcn of the buiidio.^ startc^d in the 
sprinc, ol 1940 c The bric!a.?ork -7ms .coripleted in the autumn of ’’■91'^ ^ In 
extension to the north of this baildinp scheduled to be^ereJtad in 
ly^Oo 

7o Fain production and assemily depart' lento 

ao Body and frame conrn, ruction cbo-p, oauippeu rith electrh;aVVy 
plate shears, drilling rachlnosf la-ches. electric weldicc 
and a crane installatl onf - 
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shop Tot tiie ccni^tructlon 


of um'crcarriarej 


Co for the asaenhu/ of undercarriapes/ equioped vi V'- >'^3anln^ 

r-achlres, vertical nlllinr; :nachraes, vertical driilin- riachOncE. 
boring-and-trjnicf- n-dllp, and s crane InatallatiDnc 

dc Fittlnr^ shop and pl.iribinn shop, equipped r;ith turret lathes, thread » 
in£; sjac.eines, circular savro, pipe bcindiriv ancMnes, electric anneal » 
in^ lurric-icesj anc a orauo installationq Boy.' trolleys^* pIpg D^inos 
ano other itcps for thn loco:; oti'!''e cnnatruction I'.src: prcduccjcl in this 
shopo • 

So Sheot-r^etal cepsr te'.cnt, and ivcldinf, shop, equip; e? v.-i.th sheet-netal 
bendinp .ciaciines, rresren, dilllinp nacblnes, "shoot-rjstal shnars, 
oledtric v;s].ciin;'r apparatus, and a orano inctallfitioiio P.-ilcrc for 
corpressed-iilr i'.istallations vjore prod'uced licrci,- 

fc Pepartr.ont .''cr olectric fittings, equipTnc -.■.Ith Ir/thos, ;'-l;r;drr 
machines, C'illinr: nnchinos, and steel aars, "lloc tricalhnuipen^ 

-or lococotivcs ’vas praduced here, ‘ ' 

racliine siiop and latboshop, equipped rlth tui-jilii;' -atuJ-torinp rills 
o-or processinc loccnotlve r.hcols, lathes and rjlnlilrn- rachln<=c 'or 
processlnn r.xles and sViafts, nlllinp, rachines - or cornheolg,^" 
slottinp and planinn machinos, one elcscLrio furnace' vrith a harda'anr 
installation, one raohine for noujitinr, the v.’heel sets, -vid a cni ic 
installationo 

h, Floctric motor department, equipped rlth one p-rcss, punches, nrin^lif-r 
nachinesj latlies^ planing; riac!:lnes,, nrr:-atiire v/lndiac r-achiiietS^ 
anriealinc furaaces,^ and test stands o Ccm'.ponent parts Y;ere oroduci^d 
and electric lac-tors .ro::- loconot/ivcs v;cre' assembled here« 

ic Final asserr:bly and varjushing shopo Tv;d tracks passed tlicoagh tins 
^opo It had^tvjo cranes vA\h carrying capacities of 120 tons anx'^ 50 
tons respectively^’ a It T;as possible to assonble six loco"'’«*‘t'LVG a 
timec, * 


ko Aoministratlve office and t^echnlcal dcsipnin 


' Toro^%^'^ v/as^denolished during ‘the -^iar and i^as rec?:>rtr;tru.cted by OcttVbci 
lybbo Locomotive -50 partg^ conies ^ shafts ^ cmnectlnr rods., t) cits and 
springs v/ero produced here tv " * 

&c Plurfnnr^’ shop ancl punching shep* In the autumn ni' IBiiQ a sna'M 
sheet-netal rolllnr: InstallatiW ’ivas set up here. ^ ^ 

bo Forge equipped nlt;h 2 coal-fired furnaces^ 2 anneal in- furnaces, 
o snail nil^i’irod forge fiirnaccs,, one 100«4.ori press, one 1,500 kg- ■ 
neCt.j.jer, one Ijj-OOO'-'kg ntimnerj a?id v/.vo 5’00*-4cp’ havimerscj 

Co ..oldhng shop, equipped v/ith 2 autogennu.s cutting machines and el^ctr^c 
and autogenous vrelding aor^aratus 
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1^0 

20 a 
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22 a 


dt. ^mc ^tnrano rrnrf^^ 

f:ow hulldln," vlth U-o tracks. It viac cc.r.pletca j.n lato 191.9 a- n - as A.ra.i'red 
rita paciins tncls, pnnunatic ha-nniers anc elsctric f-cldlnp eau, r; ent., Ihe’ 
TforK^riop '--vns alle^odlj scheduled to he ueed Tor firul 
bodies for elfictric loconotives, 

and iT-pair shop. It ras reci :nr;,r.:otcr prc'. ’equ' -v, d in lats 
l9h9o In Lhe Houthern part of tiie workshcD - 1,4 to'-' v’-:!,-'' ■ ’■'fs <-10 

repair shop for plimt.~DV.'ned electric Eotr-re,. t!-,. n,;i-t:v:vi‘ - nr ’V-!— e -UrU 

shops for other plant repairs c. 

.■.arehcttse, rKcro disr.-?.ntlec: equipr'isnt , ’-ao.i.-insf; -iar'e stored c 

nopoi and workshop for Insiilstinr: -catorial, mvi insulatpra, Th-'- ■ pi-..-.,- --t- 
also in this Ejuiidini;',, ' . . p 

r>tor.5^qe place for lixibar a?:.d' !':atr;r i..n 3 r,. 

.liar stone lactoiy. in idijc!. slap blocks and crncreto ^'r.Eifin;- slf.i's '-d .rii 

constractlcn v/c-ro I'rcduccdo - 

Sawiillj, oqalpped rlth one i'ram- saw, 

Carpcntjy shop and fitting shop for plant retiiiirensnts, 

K3.qctric repair ;?hopo 

axjrren departeent. 1 tc dailj.' productrcn c.o.nsinted .rf abort '-iO bottles 
c3X7f'';6n used for auto[penouo 

Sc Preduction buildin,r with one cor.praascr ktjsbsl.latlon i-ot’ r-niintr n.-.-.-tT 
.bottleso “ 

'Oo ftorap'e place far oxpgen hottJ.oso 

■vestern entrance with pnajoilionseq 

Tro-retor !ii;;Ji v;all, reinforced with berbcd v,ir. 3 ,, 

J-enjpkij.stance ti’Enrc issloii liniHi; tc Kovocherkasslc and 

no Adroinistratlon huilcin;;;, 
be Transfoioner r,tntirn= 

Cr- f.ix epo.n*.alr transf err-ers, In th.3 snntrer- of l5'i;9, ,n new 'Wr-haae n'hrEr.'ioo 
line on steel sasts lead to Novocherkassk \ras pu., into ope.!-,?.- xenV 

'Tanic depot vlth 7 tanks rfiich were half f runic into the -roimd, p-ii 

;r a'os end dipss tn'rn stored tu the tanks,. - ■ . - » , 
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